Langevia Manutacturing Corporation ——________ 


All Prices F.0.B. Factory 


AMPLIFIERS 
(Less Tubes) 


Type List Price 
101-D $400.00 
102-A 156. 25 
102-B 200.00 
102-D 156.25 
102-F 187. 50 
116-B* 200.00 
With 19A Mod. * 210.00 
117-A* 220.00 
With 20A Mod. * 
128 Basic 245.00 
130-A 150.00 
3I0I-F 475.00 
3101-H 450.00 
3102 Basic 312.50 


Addition to 128 Basic 
and 3102 Basic Prices 
for inclusion of Input 


$ 41.50 
63.00 
48.00 
53.00 
16.00 
42.00 
49.50 


*PLUG-IN-UNIT-Price does 
not include 33-S Receptacle 
SEE MISCELLANEOUS 


INPUT PANELS 
(Less Tubes) 
Type (Equiv.) List Price 


400-G I-A $ 39.00 
103-A I-B 42.00 
103-C I-E 25.00 
123-A 1-H 34.00 
4O3-A I-J 14.50 
402A I-M 39.50 
4YO4-A 1-0 47.00 


Telephone: ENDICOTT 2-7200 


PRICE SCHEDULE 


POWER SUPPLIES 


RMA Std. I9" 
Panel 

Type Space 
31-B 1-3/4" 
32-A 33" 
33-A 54" 
3u-A ye 
35-A 8-3/4" 
36-A 103" 
37-A 124" 
38-A 


20-A 


24-A 


MARCH 15, 


Width 
List 
Price 

$ 7.00 
7.50 
8.00 
8.50 
9.00 
9.50 
10.00 

10.50 


TYPE 
201-A 
202-A 


MODIFICATION GROUPS ————— 
Less Tubes) 
Description 
Mat Panel and bracket for rack 
mounting types 101 and 3101 
AMP Title ata wtatwlare alaleta 
2 Grayhill No. 4001 push button 
metering switches for 1|16-B 
AMPLifiereccccsccccencccccreccccces 
4 Grayhill No. 4001 push button 
metering switches for |17-A 
AMP TA Fille Veie:a:alaje.0 n'cjein .njoisje viele ovelsjaca’e 
Components for rack mounting 
type 128 amplifiers....cesceeenes 
Components for modifying 101-D 
amplifier to 310I-F amplifier..... 
Components for modifying 101-D 
amplifier to 310I-H amplifier.... 
Components for modifying 128 
basic amplifier to 128-E 
ANTOUTFIO hoa cencssocceds 


All prices subject to change without notice. 


MOUNTING 


CABINETS 
List Price 
$ 40.00 
35.00 


QP ENGINEERS! & MANUFACTURERS + SOUND SYSTEMS »- BROADCAST AUDIO FACILITIES «© TRANSFORMERS 


7 Wet 65th Shroot, News York 23, Nowe York 


1952 


TRAYS 


(Less Tubes) AND FRAMES 

Type List Price Type List Price 
201-B $130.00 3-A Frame $22.00 
205-B 500.00 4-A Tray 9.00 
206-B* 412.50 5-A Tray 30.00 
208-A* 195.00 7-A Tray 21.00 
210-A* 475.00 10-B Frame 22.50 
211-A* 375.00 16-B Tray 7.50 
212-A 750.00 17-B Tray 9.50 
I9-A Tray 11.00 
BLANK MAT PANELS 20-A Tray 20.00 


List Price 


$25.00 


3.00 


6.00 
20.00 
56.00 


38.50 


(over) 


=! 
NM 
bed 
oO 


o 


ao 
om—aon — — 
o ' 
—-OArnrr > 


100-B 
100-C 
101-D 
102-A 
105-B 
106-B 
107-C 
108-B 
110-B 
111-8 
112-B 
113-A 


F 
Type 
200-B 
201-A 
202-A 
204-A 
205-A 
211-A 
212-A 
213-A 
214-A 
215-A 
216-A 
217-A 


900-B 
90I-A 


POWER TRANSFORMERS 
Type List Price 


SATURABLE REACTORS 


Type List Price 

Type List Price 800-A $25.00 
$66.00 801-A 50.00 

130.00 803-A 28.00 

806-A 44.50 


MISCELLANEOUS 

Description List Price 
PILOT LIGHT ASS'Y (for Type 128 Amplifier) $ 3.45 
BLANK PLATE (103-A Pre-Amp. space) 2.60 
BLANK PLATE (102-A Amplifier space) 4.00 
RECEPTACLE (Cannon DBP-B14-33S) 17.50 
REMOTE CONTROL UNIT (For 3102 Series Amplifiers) 87.50 
TUBE CHECK METER (For 116-B and |17-A Amplifiers) 35.65 
SHOCK MOUNT (For Supporting Mounting Frames) 1.00 


TRANSFORMER AND FILTER REACTOR PRICES 


OUTPUT TRANSFORMERS 
Type List Price 


INPUT TRANSFORMERS 
Type List Price 


$52.50 307-A $17.50 400-D $23.60 
70.00 308-A 27.00 401-B 21.85 
80.00 309-A 35.00 402-B 21.85 
38.50 31 1-C 45.50 403-A 23.60 
63.00 313-A 32.00 406-A 38.50 
30.00 314-A 40.00 408-A 31.50 
52.00 316-A 78.75 408-B 38.50 
25.75 317-A 42.00 409-A 35.00 
58.00 320-A 22.25 412-A 26. 50 
35.75 

80.50 


99.75 LINE ISOLATION & BRIDGING TRANSFORMERS 


eee eee Se 


Type List Price 
REACTORS 602-A $31.50 
List Price 602-B 38.00 
$25.00 602-C (L-1783) 40.00 
15.00 606-A 31.50 
14.00 
16.00 LINE TO VOICE COIL TRANSFORMERS 
16.50 Type List Price 
19.25 609-B $ 9.60 
19.25 611-B 18.75 
16.50 612-A 16.00 
10.25 615-A (T-201-A) 
40.50 (L-900) 15.00 
50.00 616-A (L-1215) 18.75 


91.25 


AC_LINE AUTO TRANSFORMERS 


All prices subject to change without notice. 


